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ORIGIN COME-OO 

INFO OCT-01 EA-11 ISO-OO EB-11 CIAE-00 INR-10 NSAE-00 
RSC-01 TRSE-00 OMB-01 XMB-07 /042 R 
66603 

DRAFTED BY: COM/BIC/OED/MEPD/JPHILBRICK 
APPROVED BY: EB/OCA/REP- LHPOMEROY 
COM/BIC/OED/MEPD/MWELLS, DEPUTY DIR. 

STATE/E A/PHL/RWILLNERfPHONE) 

COM/BIC/OIM/JWALSH(PHONE) 

093705 

R 261752Z DEC 73 
FM SECSTATE WASHDC 
TO AMEMBASSY MANILA 

UNCLAS STATE 250015 

E.O. 11652: N/A 
TAGS: BMEP, RP 

SUBJ: U. P. MEDICAL CENTER ET AL 

1. FREDERICK AUCH OF PICKER INTERNATIONAL (MANUFACTURER OF 
DIAGNOSTIC X-RAY EQUIPMENT) WHO PARTICIPATED IN HOSPITAL EQUIP- 
MENT TRADE MISSION TO THE PHILIPPINES HAS APPROACHED COMMERCE FOR 
SOME FOLLOW UP INFORMATION. (PICKER HAS A LOCAL AGENT MR. 

LIMJOCO OF KUENZLE AND STREIFF, 2212 PASONG TAMO, MAKATI RIZAL, 
MANILA. 

2. MR. AUCH HAS CALLED TO MAJOR PROJECTS ATTENTION THE 1500 
BED U.P. MEDICAL CENTER, WHICH HE SAYS MAY BE FINANCED BY A 
GERMAN ORGANIZATION. PICKER WOULD LIKE SUPPLY EQUIPMENT FOR 
THIS PROJECT AND WOULD LIKE TO KNOW IDENTITY OF TURNKEY GROUP 
IF ONE IS FORMED TO BID FOR PROJECT. 

3. MAJOR PROJECTS HAS NO RECORD OF POST SENDING EARLY WARNING 
ON THIS HOSPITAL PROJECT OR OTHER HOSPITALS WHICH TRADE MISSION 
MEMBERS HAVE MENTIONED. PLEASE PROVIDE FULL REPORT AND STATUS. 
POST'S REPORT WILL BE DISSEMINATED TO CAPABLE U.S. TURNKEY 
UNCLASSIFIED 

UNCLASSIFIED 
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HOSPITAL FIRMS FOR THEIR EARLY ACTION. 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 DEC 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE250015 

Document Source: CORE 

Document Unique ID: 00 

Drafter: COM/BIC/OED/MEPD/JPHILBRICK 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Hnk1973/newtext/t1973127/aaaaaeoa.tel 

Line Count: 62 
Locator: TEXT ON-LINE 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: thigpegh 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 5-Jan-2002 by williadt>; APPROVED <08 FEB 2002 by thigpegh> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: U. P. MEDICAL CENTER ET AL 
TAGS: BEXP, RP 
To: MANILA 
Type: TE 
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